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Yan J, Xiang W, Baolin L, White FH. Early histologic response to 
titanium implants complexed with bovine bone morphogenetic 
protein. 1994;71:289-94 

Yanase RT, Bodine RL, Tom JFMD, White SN. The mandibular 
subperiosteal implant denture: a prospective survival study. 
1994;71:369-74 

Yoon W (see Stackhouse et al). 1994;71:209-14 

Yoshida H (see Shimodaira et al). 1994;71:547-51 

Young L Jr, Glaros AG, Moore DJ, Collins JF. Assessing shade 
differences in acrylic resin denture and natural teeth. 
1994;71:575-80 

—— (see Chou et al). 1994;71:568-74 

Yu Z (see White et al). 1994;71:333-8 
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Zalkind M (see Gelbard et al). 1994;71:1-6 


VOLUME 71 NUMBER 6 


Subject index* 


A 
Abutments 


Effects of thermocycling, load-cycling, and blood contamination 
on cemented implant abutments (GaRey et al). 1994;71:124-32 

A modified instrument for removing a fractured abutment screw 
(Lau and Pang). 1994;71:542 (Tips) 

Multivariate analyses of factors influencing the longevity of 
fixed partial dentures, retainers, and abutments (Palmqvist 
and Séderfeldt). 1994;71:245-50 

Segmental framework matrix: master cast verification, corrected 
cast guide, and analog transfer template for implant-sup- 
ported prostheses (McCartney and Pearson). 1994;71:197-200 

Technique to restore unfavorably inclined implants (Lima 
Verde et al). 1994;71:359-63 

Thermal protection for sensitive teeth during tooth preparation 
(Lynde and Hum). 1994;71:324 (Tips) 

Tightening characteristics for screwed joints in osseointegrated 
dental implants (Burguete et al). 1994;71:592-9 

Acid etching 

Chemical etching solutions for creating micromechanical reten- 
tion in resin-bonded retainers (Conceicao et al). 1994;71:303-9 

Effect of physical properties of direct bonding adhesives on 
bonding to etched enamel (Sakaki et al). 1994;71:552-9 

Restoration of inadequate occlusal face height using resin 
bonded to etched metal removable prosthesis (Marei and El- 
Shimy). 1994;71:640-5 

Acrylic resins 

Acrylic resin-fiber composite—part I: the effect of fiber concen- 
tration on fracture resistance (Vallittu et al). 1994;71:607-12 

Acrylic resin-fiber composite—part II: the effect of polymeriza- 
tion shrinkage of polymethyl methacrylate applied to fiber 
roving on transverse strength (Vallittu). 1994;71:613-7 

Assessing shade differences in acrylic resin denture and natural 
teeth (Young et al). 1994;71:575-80 

Effect of different polymerization techniques on dimensional 
stability of record bases (Elahi and Abdullah). 1994;71:150-3 

Factors that affect the rheologic properties of acrylic resin den- 
ture base materials (Mutlu et al). 1994;71:186-91 

Leaching and cytotoxicity of formaldehyde and methyl meth- 
acrylate from acrylic resin denture base materials (Tsuchiya 
et al). 1994;71:618-24 

A one-appointment procedure for cast post and core restorations 
(Schneider). 1994;71:420-2 

Processing the gingival and mucosal acrylic resin component of 
implant-supported prostheses (McCartney and Fiks). 
1994;71:201-2 

Restoratio' of inadequate occlusal face height using resin 
bonded co etched metal removable prosthesis (Marei and El- 
Shimy). 1994;71:640-5 

Segmental framework matrix: master cast verification, corrected 
cast guide, and analog transfer template for implant-sup- 
ported prostheses (McCartney and Pearson). 1994;71:197-200 

Simplified procedure for making gold occlusal surfaces on den- 
ture teeth (Hansen et al). 1994:71:413-6 

Adhesives 

Effect of physical properties of direct bonding adhesives on 
bonding to etched enamel (Sakaki et al). 1994;71:552-9 

Microbial contamination in four commercially available denture 
adhesives (Gates et al). 1994;71:154-8 

Morphologic aspects of the resin-dentin interdiffusion zone with 
five different dentin adhesive systems tested in vivo (Ferrari 
et al). 1994;71:404-8 


*January, 1-118; February, 119-230; March, 231-332; April, 333- 
434; May, 435-546; June, 547-668. 


Adhesives—cont’d 
Tensile bond strength of dental adhesive bonded to simulated 
caries-exposed dentin (Ehudin and Thompson). 
1994;71:165-73 
Aged 
Denturists and oral health in the aged (MacEntee). 1994;71:192-6 
How severe is the threat of caries to old teeth? (MacEntee). 
1994;71:473-7 
Aging 
Physical properties of three maxillofacial materials as a function 
of accelerated aging (Dootz et al). 1994;71:379-83 
Variation of condylar asymmetry with age in edentulous pa- 
tients with a craniomandibular disorder of myogenous origin 
(Miller). 1994;71:384-6 
Alloys 
Evaluation of soldered connectors of two base metal ceramic al- 
loys (Lima Verde and Stein). 1994;71:339-44 
Alveolar bone loss 
Alveolar bone resorption: a histologic study comparing bone 
turnover in the edentulous mandible and iliac crest (Devlin et 
al). 1994;71:478-81 
Alveolar ridge resorption 
Knife-edge residual ridges: a clinical report (Nishimura and At- 
wood). 1994;71:231-4 
Antibiotics 
Irreversible hydrocolloids: a comparison of antimicrobial effi- 
cacy (Cserna et al). 1994;71:387-9 
Antifungal agents 
The efficacy of antifungal agents incorporated into a facial 
prosthetic silicone elastomer (Pigno et al). 1994;71:295-300 
Use of a new assay technique for quantification of antifugal ac- 
tivity of nystatin incorporated in denture liners (Truhlar et 
al). 1994;71:517-24 
Antimicrobials; see Antibiotics 
Apatites 
A histologic comparison of the functional loading capacity of an 
occluded dense apatite implant and the natural dentition 
(Ogiso et al). 1994;71:581-8 
Articulators 
Condylar element modification of a semiadjustable articulator: 
flat condylar path to curved condylar path (Deitch and Bai- 
ley). 1994;71:649 (Tips) 
Atrophy 
Sex-related differences in the bone density of atrophic mandi- 
bles (Solar et al). 1994;71:345-9 


B 
Bacteria 
Irreversible hydrocolloids: a comparison of antimicrobial effi- 
cacy (Cserna et al). 1994;71:387-9 
Base materials 
Combination stone and resilient material for removable partial 
denture remount cast described and compared with two other 
remount cast procedures (Billy and Shotwell). 1994;71:417-9 
Composite denture teeth made on a removable partial metal 
framework (Chang and Katz). 1994;71:409-12 
Effect of different polymerization techniques on dimensional 
stability of record bases (Elahi and Abdullah). 1994;71:150-3 
Factors that affect the rheologic properties of acrylic resin den- 
ture base materials (Mutlu et al). 1994;71:186-91 
Leaching and cytotoxicity of formaldehyde and methyl meth- 
acrylate from acrylic resin denture base materials (Tsuchiya 
et al). 1994;71:618-24 
Bicuspid; see Premolar 
Biocompatibility 
Biocompatibility of visible light-cured resin systems in pros- 
thodontics (Lefebvre and Schuster). 1994;71:178-85 
Bite force; see Occlusal force 
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Bond strength 
Acrylic resin-fiber composite—part II: the effect of polymeriza- 
tion shrinkage of polymethyl methacrylate applied to fiber 
roving on transverse strength (Vallittu). 1994;71:613-7 
Bond strengths between elastomeric impression materials and 
disinfected preliminary impressions (DeWald et al). 
1994;71:394-9 
Chemical etching solutions for creating micromechanical reten- 
tion in resin-bonded retainers (Conceigao et al). 1994;71:303-9 
Comparison of tensile and peel bond strengths of resilient lin- 
ers (Kutay). 1994;71:525-31 
Flexural strength of feldspathic porcelain treated with ion 
exchange, overglaze, and polishing (Giordano et al). 
1994;71:468-72 
Mechanics of tensile and shear stress generation in fixed partial 
denture retainers (Seaton). 1994;71:237-44 
Physical properties of three maxillofacial materials as a function 
of accelerated aging (Dootz et al). 1994;71:379-83 
Shear strength of composite bonded porcelain-to-porcelain in a 
new repair system (Berksun and Saglam). 1994;71:423-8 
Tensile bond strength of dental adhesive bonded to simulated 
caries-exposed dentin (Ehudin and Thompson). 
1994;71:165-73 
Bonding 
Composite denture teeth made on a removable partial metal 
framework (Chang and Katz). 1994;71:409-12 
Effect of physical properties of direct bonding adhesives on 
bonding to etched enamel (Sakaki et al). 1994;71:552-9 
Restoration of inadequate occlusal face height using resin 
bonded to etched metal removable prosthesis (Marei and El- 
Shimy). 1994;71:640-5 
Bone density 
Sex-related differences in the bone density of atrophic mandi- 
bles (Solar et al). 1994;71:345-9 
Burs 
Studies on dental high-speed cutting with carbide burs used on 
bovine dentin (Ohmoto et al). 1994;71:319-23 


Cc 
Cantilever 
Effect of cantilever length on stress transfer by implant- 
supported prostheses (White et al). 1994;71:493-9 
Multivariate analyses of factors influencing the longevity of 
fixed partial dentures, retainers, and abutments (Palmqvist 
and Séderfeldt). 1994;71:245-50 
Survival of fixed implant-supported prostheses related to can- 
tilever lengths (Shackleton et al). 1994;71:23-6 
Carbon 
Acrylic resin-fiber composite—part I: the effect of fiber concen- 
tration on fracture resistance (Vallittu et al). 1994;71:607-12 
Carcinoma, squamous cell 
Cone positioning device for oral radiation therapy (Mahanna et 
al). 1994;71:600-2 
Caries 
How severe is the threat of caries to old teeth? (MacEntee). 
1994;71:473-7 
Tensile bond strength of dental adhesive bonded to simulated 
caries-exposed dentin (Ehudin and Thompson). 
1994;71:165-73 
Casting investment 
Accuracy of three interocclusal recording materials used to 
mount a working cast (Breeding et al). 1994;71:265-70 
Segmental framework matrix: master cast verification, corrected 
cast guide, and analog transfer template for implant-sup- 
ported prostheses (McCartney and Pearson). 1994;71:197-200 


Casting technique 
Accuracy of three interocclusal recording materials used to 
mount a working cast (Breeding et al). 1994;71:265-70 
A boxing procedure for corrected cast impressions (Ansari). 
1994;71:35-7 
Combination stone and resilient material for removable partial 
denture remount cast described and compared with two other 
remount cast procedures (Billy and Shotwell). 1994;71:417-9 
Effect of different polymerization techniques on dimensional 
stability of record bases (Elahi and Abdullah). 1994;71:150-3 
Effect of impression materials and techniques on the marginal 
fit of metal castings (Gelbard et al). 1994;71:1-6 
Gingival reaction on crowns with cast and sintered metal mar- 
gins: a progressive report (Setz and Diehl). 1994;71:442-6 
In vivo microleakage of luting cements for cast crowns (White 
et al). 1994;71:333-8 
Influence of marginal opening on microleakage of cemented ar- 
tificial crowns (White et al). 1994;71:257-64 
Cavity preparation 
Studies on dental high-speed cutting with carbide burs used on 
bovine dentin (Ohmoto et al). 1994;71:319-23 
Cementation 
Effect of increasing cement space on cementation of artificial 
crowns (Wilson). 1994;71:560-4 
Cements 
Effects of thermocycling, load-cycling, and blood contamination 
on cemented implant abutments (GaRey et al). 1994;71:124-32 
Finite element analysis estimates of cement microfracture un- 
der complete veneer crowns (Kamposioraet al). 1994;71:435-41 
In vivo microleakage of luting cements for cast crowns (White 
et al). 1994;71:333-8 
Influence of marginal opening on microleakage of cemented ar- 
tificial crowns (White et al). 1994;71:257-64 
Performance of a glass ionomer luting cement over 8 years in a 
general practice (Metz and Brackett). 1994;71:13-5 
Ceramics 
Fracture strength of full-contoured ceramic crowns and porce- 
lain-veneered crowns of copings (Ferro et al). 1994;71:462-7 
Gingival reaction on crowns with cast and sintered metal mar- 
gins: a progressive report (Setz and Diehl). 1994;71:442-6 
Sandblasting and silica coating of a glass-infiltrated alumina 
ceramic: volume loss, morphology, and changes in the surface 
composition (Kern and Thompson). 1994;71:453-61 
Surface roughness of two polished ceramic materials (Scurria 
and Powers). 1994;71:174-7 
Chromium alloys 
Evaluation of soldered connectors of two base metal ceramic al- 
loys (Lima Verde and Stein). 1994;71:339-44 
Clasps 
Making a crown to fit accurately under an existing removable 
partial denture clasp assembly (Hansen and Russell). 
1994;71:206-8 
Cleft palate 
Implant-supported prostheses for treatment of adults with cleft 
palate (Arcuri et al). 1994;71:375-8 
Clinical reports 
Clinical reports. 1994;71:231-6, 547-51 
Cobalt 
Evaluation of soldered connectors of two base metal ceramic al- 
loys (Lima Verde and Stein). 1994;71:339-44 
Color; see Esthetics 
Complete denture; see Denture, complete 
Composite resins 
Composite denture teeth made on a removable partial metal 
framework (Chang and Katz). 1994;71:409-12 
Polymerization shrinkage of composite resins: comparison with 
tooth deformation (Suliman et al). 1994;71:7-12 
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Condylar path 

Condylar element modification of a semiadjustable articulator: 
flat condylar path to curved condylar path (Deitch and Bai- 
ley). 1994;71:649 (Tips) 

Condyle; see Mandibular condyle 
Correspondence 

Letters. 1994;71:38-9, 224-5, 329-30, 544 
Craniomandibular disorders 

Variation of condylar asymmetry with age in edentulous pa- 
tients with a craniomandibular disorder of myogenous origin 
(Miller). 1994;71:384-6 

Craniomandibular function and dysfunction 

Craniomandibular function and dysfunction. 1994;71:159-64, 

384-6 
Crowns 

Assessment of gingival margin thickness before margin place- 
ment (Kaiser and Hummert). 1994;71:325-6 (Tips) 

Crown pattern waxes: a study of their behavior on heating and 
cooling (Kotsiomiti and Kaloyannides). 1994;71:511-6 

Effect of increasing cement space on cementation of artificial 
crowns (Wilson). 1994;71:560-4 

Finite element analysis estimates of cement microfracture un- 
der complete veneer crowns (Kamposioraet al). 1994;71:435-41 

Fracture strength of full-contoured ceramic crowns and porce- 
lain-veneered crowns of copings (Ferro et al). 1994;71:462-7 

Gingival reaction on crowns with cast and sintered metal mar- 
gins: a progressive report (Setz and Diehl). 1994;71:442-6 

A histologic comparison of the functional loading capacity of an 
occluded dense apatite implant and the natural dentition 
(Ogiso et al). 1994;71:581-8 

In vivo microleakage of luting cements for cast crowns (White 
et al). 1994;71:333-8 

Influence of marginal ope sing on microleakage of cemented ar- 
tificial crowns (White et al). 1994;71:257-64 

Making a crown to fit accurately under an existing removable 
partial denture clasp assembly (Hansen and Russell). 
1994;71:206-8 

Cytotoxicity, immunologic 

Leaching and cytotoxicity of formaldehyde and methyl meth- 
acrylate from acrylic resin denture base materials (Tsuchiya 
et al). 1994;71:618-24 


D 
Dental implants; see Implants 
Dental pulp cavity 
Dowel space management in obstructed root canals (Dimashk- 
ieh). 1994;71:215-9 
Dental restoration, permanent; see Restoration, perma- 
nent 
Dental technology 
Dental technology. 1994;71:31-6, 197-221, 316-23, 409-28, 532-8, 
631-48 
Dentin 
Morphologic aspects of the resin-dentin interdiffusion zone with 
five different dentin adhesive systems tested in vivo (Ferrari 
et al). 1994;71:404-8 
Studies on dental high-speed cutting with carbide burs used on 
bovine dentin (Ohmoto et al). 1994;71:319-23 
Tensile bond strength of dental adhesive bonded to simulated 
caries-exposed dentin (Ehudin and Thompson). 1994; 
71:165-73 
Denture, complete 
The mandibular subperiosteal implant denture: a p ‘ive 
survival study (Yanase et al). 1994;71:369-74 
A quick method for boxing complete denture elastomeric 
impressions (Ansari). 1994;71:646-8 
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Denture, complete—cont’d 
Silicone putty diagnostic casts for edentulous patients wearing 
complete dentures (McCartney et al). 1994;71:220-1 
Simplified procedure for making gold occlusal surfaces on den- 
ture teeth (Hansen et al). 1994;71:413-6 
Use of complete dentures to stabilize a segmentally resected 
mandible: a clinical report (Shifman). 1994;71:235-6 
Variation of condylar asymmetry with age in edentulous pa- 
tients with a craniomandibular disorder of myogenous origin 
(Miller). 1994;71:384-6 
Denture, overlay 
A comparative prospective study of splinted and unsplinted 
Branemark implants in mandibular overdenture therapy: a 
preliminary report (Naert et al). 1994;71:486-92 
Seven-step tooth preparation for a gold onlay (Gassiraro). 
1994;71:119-23 
Denture, partial 
Assessing shade differences in acrylic resin denture and natural 
teeth (Young et al). 1994;71:575-80 
Denture, partial, fixed 
Effect of increasing cement space on cementation of artificial 
crowns (Wilson). 1994;71:560-4 
Evaluation of soldered connectors of two base metal ceramic al- 
loys (Lima Verde and Stein). 1994;71:339-44 
Influence of water storage and thermal cycling on the fracture 
strength of all-porcelain, resin-bonded fixed partial dentures 
(Kern et al). 1994;71:251-6 
Longitudinal clinical evaluation of fiber-reinforced composite 
fixed partial dentures: a pilot study (Altieri et al). 
1994;71:16-22 
Mechanics of tensile and shear stress generation in fixed partial 
denture retainers (Seaton). 1994;71:237-44 
Multivariate analyses of factors influencing the longevity of 
fixed partial dentures, retainers, and abutments (Palmqvist 
and Séderfeldt). 1994;71:245-50 
Problems with prostheses on implants: a retrospective study 
(Walton and MacEntee). 1994;71:283-8 
Survival of fixed implant-supported prostheses related to can- 
tilever lengths (Shackleton et al). 1994;71:23-6 
Denture, partial, removable 
Combination stone and resilient material for removable partial 
denture remount cast described and compared with two other 
remount cast procedures (Billy and Shotwell). 1994;71:417-9 
Composite denture teeth made on a removable partial metal 
framework (Chang and Katz). 1994;71:409-12 
Making a crown to fit accurately under an existing removable 
partial denture clasp assembly (Hansen and Russell). 
1994;71:206-8 
Problems with prostheses on implants: a retrospective study 
(Walton and MacEntee). 1994;71:283-8 
Removable partial dentures without rests (Meinig). 
1994;71:350-8 
Restoration of inadequate occlusal face height using resin 
bonded to etched metal removable prosthesis (Marei and El- 
Shimy). 1994;71:640-5 
Rotational path partial denture design: a 10-year clinical follow- 
up—Part I (Jacobson). 1994;71:271-7 
Rotational path partial denture design: a 10-year clinical follow- 
up—Part II (Jacobson). 1994;71:278-82 
Simplified procedure for making gold occlusal surfaces on den- 
ture teeth (Hansen et al). 1994;71:413-6 
Thermal protection for sensitive teeth during tooth preparation 
(Lynde and Hum). 1994;71:324 (Tips) 
Denture clasps; see Clasps 
Denture liners 
Comparison of tensile and peel bond strengths of resilient lin- 
ers (Kutay). 1994;71:525-31 
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Denture liners—cont’d 
Use of a new assay technique for quantification of antifugal ac- 
tivity of nystatin incorporated in denture liners (Truhlar et 
al). 1994;71:517-24 
Denture retention 
Chemical etching solutions for creating micromechanical reten- 
tion in resin-bonded retainers (Concei¢ao et al). 1994;71:303-9 
Mechanics of tensile and shear stress generation in fixed partial 
denture retainers (Seaton). 1994;71:237-44 
Denture stomatitis; see Stomatitis, denture 
Denturists 
Denturists and oral health in the aged (MacEntee). 1994;71:192-6 
Dies 
Effect of increasing cement space on cementation of artificial 
crowns (Wilson). 1994;71:560-4 
Low-fusing counterdies for measuring accuracy of dies or 
impression materials (Stackhouse et al). 1994;71:209-14 
Disinfectants 
Effectiveness of a professional formula disinfectant for irrevers- 
ible hydrocolloid (Kaplan et al). 1994;71:603-6 
Dowels; see Post and core technique 


Edentulous jaw; see Jaw, edentulous 
Education 
Research and education. 1994;71:27-30, 165-96, 303-15, 387-408, 
511-31, 603-30 
Elastomeric impression materials; see Impression ma- 
terials 
Elastomers; see Silicone elastomers 
Elderly; see Aged 
Enamel 
Effect of physical properties of direct bonding adhesives on 
bonding to etched enamel (Sakaki et al). 1994;71:552-9 
Removal of enamel surface stains using a new material (Papa- 
kiritsis). 1994;71:539-40 (Tips) 
Endodontic stabilization; see Implantation, endosseous 
Endosseous implantation; see Implantation, endosseous 
Esthetics 
Assessing shade differences in acrylic resin denture and natural 
teeth (Young et al). 1994;71:575-80 
Etching; see Acid etching 


Fixed prosthodontics 
Fixed prosthodontics. 1994;71:1-12, 119-32, 237-70, 333-58, 
435-72, 552-67 
Formaldehyde 
Leaching and cytotoxicity of formaldehyde and methyl meth- 
acrylate from acrylic resin denture base materials (Tsuchiya 
et al). 1994;71:618-24 
Fractures 
Acrylic resin-fiber composite—part I: the effect of fiber concen- 
tration on fracture resistance (Vallittu et al). 1994;71:607-12 
Finite element analysis estimates of cement microfracture un- 
der complete veneer crowns (Kamposioraet al). 1994;71:435-41 
Fracture strength of full-contoured ceramic crowns and porce- 
lain-veneered crowns of copings (Ferro et al). 1994;71:462-7 
Influence of water storage and thermal cycling on the fracture 
strength of all-porcelain, resin-bonded fixed partial dentures 
(Kern et al). 1994;71:251-6 
A modified instrument for removing a fractured abutment screw 
(Lau and Pang). 1994;71:542 (Tips) 
Shear strength of composite bonded porcelain-to-porcelain in a 
new repair system (Berksun and Saglam). 1994;71:423-8 


G 


Gingiva 
Assessment of gingival margin thickness before margin place- 
ment (Kaiser and Hummert). 1994;71:325-6 (Tips) 
Gingival reaction on crowns with cast and sintered metal mar- 
gins: a progressive report (Setz and Diehl). 1994;71:442-6 
Processing the gingival and mucosal acrylic resin component of 
implant-supported prostheses (McCartney and Fiks). 
1994;71:201-2 
Glass 
Acrylic resin-fiber composite—part I: the effect of fiber concen- 
tration on fracture resistance (Vallittu et al). 1994;71:607-12 
Glass ionomer cements 
Performance of a glass ionomer luting cement over 8 years in a 
general practice (Metz and Brackett). 1994;71:13-5 
Glutaral; see Glutaraldehyde 
Glutaraldehyde 
Bond strengths between elastomeric impression materials and 
disinfected preliminary impressions (DeWald et al). 
1994;71:394-9 
Effectiveness of a professional formula disinfectant for irrevers- 
ible hydrocolloid (Kaplan et al). 1994;71:603-6 
Gold 
Seven-step tooth preparation for a gold onlay (Gassiraro). 
1994;71:119-23 
Simplified procedure for making gold occlusal surfaces on den- 
ture teeth (Hansen et al). 1994;71:413-6 
Tightening characteristics for screwed joints in osseointegrated 
dental implants (Burguete et al). 1994;71:592-9 


H 
Hydrocolloids 
Effectiveness of a professional formula disinfectant for irrevers- 
ible hydrocolloid (Kaplan et al). 1994;71:603-6 
Irreversible hydrocolloids: a comparison of antimicrobial effi- 
cacy (Cserna et al). 1994;71:387-9 


I 
Implantation, endosseous 

Biomechanical considerations in restoring endodontically 
treated teeth (Assif and Gorfil). 1994;71:565-7 

A diagnostic stent for endosseous implants to improve conven- 
tional tomographic radiographs (Lee and Morgano). 
1994;71:482-5 

Evaluation of the safety of the carbon dioxide laser used in con- 
junction with root form implants: a pilot study (Ganz). 
1994;71:27-30 

Segmental framework matrix: master cast verification, corrected 
cast guide, and analog transfer template for implant-sup- 
ported prostheses (McCartney and Pearson). 1994;71:197-200 

Survival of fixed implant-supported prostheses related to can- 
tilever lengths (Shackleton et al). 1994;71:23-6 

Tightening characteristics for screwed joints in osseointegrated 
dental implants (Burguete et al). 1994;71:592-9 

Implants 

A comparative prospective study of splinted and unsplinted 
Branemark implants in mandibular overdenture therapy: a 
preliminary report (Naert et al). 1994;71:486-92 

Dental implants. 1994;71:23-6, 289-302, 359-83, 482-510, 581- 
602 

Development of implant soft tissue emergence profile: a tech- 
nique (Neale and Chee). 1994;71:364-8 

Early histologic response to titanium implants complexed with 
bovine bone morphogenetic protein (Yan et al). 1994;71:289-94 

Economical slotted screwdriver made from old dental instru- 
ment for implant prosthodontics (Lima Verde and Morgano). 
1994;71:327-8 (Tips) 
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Implants—cont’d 

Effect of cantilever length on stress transfer by implant- 
supported prostheses (White et al). 1994;71:493-9 

Effects of thermocycling, load-cycling, and blood contamination 
on cemented implant abutments (GaRey et al). 1994;71:124-32 

Evaluation of the safety of the carbon dioxide laser used in con- 
junction with root form implants: a pilot study (Ganz). 
1994;71:27-30 

A histologic comparison of the functional! loading capacity of an 
occluded dense apatite implant and the natural dentition 
(Ogiso et al). 1994;71:581-8 

Implant-supported prostheses for treatment of adults with cleft 
palate (Arcuri et al). 1994;71:375-8 

The mandibular subperiosteal implant denture: a propsective 
survival study (Yanase et al). 1994;71:369-74 

A modified impression technique for implant-supported resto- 
ration (Assif et al). 1994;71:589-91 

A modified instrument for removing a fractured abutment screw 
(Lau and Pang). 1994;71:542 (Tips) 

Problems with prostheses on implants: a retrospective study 
(Walton and MacEntee). 1994;71:283-8 

Processing the gingival and mucosal acrylic resin component of 
implant-supported prostheses (McCartney and _ Fiks). 
1994;71:201-2 

Technique to restore unfavorably inclined implants (Lima 
Verde et al). 1994;71:359-63 


Impression materials 
Bond strengths between elastomeric impression materials and 
disinfected preliminary impressions (DeWald et al). 
1994;71:394-9 
Custom impression trays: Part I—mechanical properties (Breed- 
ing et al). 1994;71:31-4 
Custom impression trays. Part II: removal forces (Dixon et al). 


1994;71:316-8 

Custom impression trays. Part III: a stress distribution model 
(Moseley et al). 1994;71:532-8 

Differential accuracy of elastomeric recording materials and as- 
sociated weight change (Millstein and Hsu). 1994;71:400-3 

Effect of impression materials and techniques on the marginal 
fit of metal castings (Gelbard et al). 1994;71:1-6 

Effectiveness of a professional formula disinfectant for irrevers- 
ible hydrocolloid (Kaplan et al). 1994;71:603-6 

The effects of sterilization on addition silicone impressions in 
custom and stock metal trays (Olin et al). 1994;71:625-30 

A full-arch interocclusal impression tray to eliminate lack 
of coverage and tendency to distort (Getz et al). 1994;71: 
631-9 

An in vitro study of a surface wetting agent for addition reaction 
silicone impressions (Robinson et al). 1994;71:390-3 

Low-fusing counterdies for measuring accuracy of dies or 
impression materials (Stackhouse et al). 1994;71:209-14 

A quick method for boxing complete denture elastomeric 
impressions (Ansari). 1994;71:646-8 


Impression technique 

A boxing procedure for corrected cast impressions (Ansari). 
1994;71:35-7 

Crown pattern waxes: a study of their behavior on heating and 
cooling (Kotsiomiti and Kaloyannides). 1994;71:511-6 

Custom impression trays. Part III: a stress distribution model 
(Moseley et al). 1994;71:532-8 

Displacement of border tissues during final impression proce- 
dures (Abdel-Hakim et al). 1994;71:133-8 

Effect of impression materials and techniques on the marginal 
fit of metal castings (Gelbard et al). 1994;71:1-6 

A modified impression technique for implant-supported resto- 
ration (Assif et al). 1994;71:589-91 
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Infection 
Irreversible hydrocolloids: a comparison of antimicrobial effi- 
cacy (Cserna et al). 1994;71:387-9 
Use of a new assay technique for quantification of antifugal ac- 
tivity of nystatin incorporated in denture liners (Truhlar et 
al). 1994;71:517-24 
Infection control 
Effectiveness of a professional formula disinfectant for irrevers- 
ible hydrocolloid (Kaplan et al). 1994;71:603-6 
The effects of sterilization on addition silicone impressions in 
custom and stock metal trays (Olin et al). 1994;71:625-30 
Instruments 
Economical slotted screwdriver made from old dental instru- 
ment for implant prosthodontics (Lima Verde and Morgano). 
1994;71:327-8 (Tips) 
A modified instrument for removing a fractured abutment screw 
(Lau and Pang). 1994;71:542 (Tips) 
A new instrument for placement of self-threading retention pins 
(Podshadley and Chambers). 1994;71:429 (Tips) 
Interocclusal recording materials; see Casting invest- 
ment 
Irreversible hydrocolloids; see Hydrocolloids 


J 


Jaw, edentulous 

Alveolar bone resorption: a histologic study comparing bone 
turnover in the edentulous mandible and iliac crest (Devlin et 
al). 1994;71:478-81 

Alveolar ridge changes in patients congenitally missing man- 
dibular second premolars (Ostler and Kokich). 1994;71:144-9 

A diagnostic craniometric method for determining occlusal ver- 
tical dimension (Chou et al). 1994;71:568-74 

Displacement of border tissues during final impression proce- 
dures (Abdel-Hakim et al). 1994;71:133-8 


L 
Lactobacillus 
Irreversible hydrocolloids: a comparison of antimicrobial effi- 
cacy (Cserna et al). 1994;71:387-9 
Laminate veneers; see Veneers 
Lasers 
Evaluation of the safety of the carbon dioxide laser used in con- 
junction with root form implants: a pilot study (Ganz). 
1994;71:27-30 
Leakage 
Finite element analysis estimates of cement microfracture un- 
der complete veneer crowns (Kamposioraet al). 1994;71:435-41 
In vivo microleakage of luting cements for cast crowns (White 
et al). 1994;71:333-8 
Influence of marginal opening on microleakage of cemented ar- 
tificial crowns (White et al). 1994;71:257-64 
Letters 
Letters. 1994;71:38-9, 224-5, 328-30, 544 
Liners; see Denture liners 
Luting cements; see Cements 


M 
Mandible 

Alveolar bone resorption: a histologic study comparing bone 
turnover in the edentulous mandible and iliac crest (Devlin et 
al). 1994;71:478-81 

The mandibular subperiosteal implant denture: a prospective 
survival study (Yanase et al). 1994;71:369-74 

Sex-related differences in the bone density of atrophic mandi- 
bles (Solar et al). 1994;71:345-9 

Use of complete dentures to stabilize a segmentally resected 
mandible: a clinical report (Shifman). 1994;71:235-6 
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Mandibular condyle 

Condylar element modification of a semiadjustable articulator: 
flat condylar path to curved condylar path (Deitch and Bai- 
ley). 1994;71:649 (Tips) 

Variation of condylar asyrnmetry with age in edentulous pa- 
tients with a craniomancibular disorder of myogenous origin 
(Miller). 1994;71:384-6 

Marginal leakage; see Leakage 
Maxillofacial prosthetics 

An assessment of the physical properties and biocompatibility 
of three silicone elastomers (Polyzois et al). 1994;71:500-4 

Effects of RTC-silicone maxillofacial prosthetic elastomers on 
cell cultures (Polyzois et al). 1994;71:505-10 

Maxillofacial prosthetics. 1994;71:23-6, 289-302, 359-83, 482- 
510, 581-602 

Physical properties of three maxillofacial materials as a function 
of accelerated aging (Dootz et al). 1994;71:379-83 

Metal ceramic alloys 

Evaluation of soldered connectors of two base metal ceramic al- 

loys (Lima Verde and Stein). 1994;71:339-44 
Metals 

Composite denture teeth made on a removable partial metal 
framework (Chang and Katz). 1994;71:409-12 

Effect of impression materials and techniques on the marginal 
fit of metal castings (Gelbard et al). 1994;71:1-6 

Flexural strength of feldspathic porcelain treated with ion 
exchange, overglaze, and polishing (Giordano et al). 
1994;71:468-72 

Gingival reaction on crowns with cast and sintered metal mar- 
gins: a progressive report (Setz and Diehl). 1994;71:442-6 

Restoration of inadequate occlusal face height using resin 
bonded to etched metal removable prosthesis (Marei and El- 
Shimy). 1994;71:640-5 

Shear strength of composite bonded porcelain-to-porceiain in a 
new repair system (Berksun and Saglam). 1994;71:423-8 

Methylmethacrylates 

Acrylic resin-fiber composite—part II: the effect of polymeriza- 
tion shrinkage of polymethyl methacrylate applied to fiber 
roving on transverse strength (Vallittu). 1994;71:613-7 

Leaching and cytotoxicity of formaldehyde and methyl meth- 
acrylate from acrylic resin denture base materials (Tsuchiya 
et al). 1994;71:618-24 

Microleakage; see Leakage 
Modeling compound 

Displacement of border tissues during final impression proce- 

dures (Abdel-Hakim et al). 1994;71:133-8 
Mouth, edentulous 

Economical slotted screwdriver made from old dental instru- 
ment for implant prosthodontics (Lima Verde and Morgano). 
1994;71:327-8 (Tips) 

Silicone putty diagnostic casts for edentulous patients wearing 
complete dentures (McCartney et al). 1994;71:220-1 

Variation of condylar asymmetry with age in edentulous pa- 
tients with a craniomandibular disorder of myogenous origin 
(Miller). 1994;71:384-6 

Mouth mucosa 

Leaching and cytotoxicity of formaldehyde and methyl meth- 
acrylate from acrylic resin denture base materials (Tsuchiya 
et al). 1994;71:618-24 

Processing the gingival and mucosal acrylic resin component of 
implant-supported prostheses (McCartney and Fiks). 
1994;71:201-2 

Mucosa; see Mouth mucosa 


Nasal stents; see Stents 


Nickel 
Evaluation of soldered connectors of two base metal ceramic al- 
loys (Lima Verde and Stein). 1994;71:339-44 


Oo 
Obturator prosthesis; see Palatal obturators 
Occlusal force 
The effect of altering the vertical dimension of occlusion on bit- 
ing force (Prombonas et al). 1994;71:139-43 
Lateral and protrusive contact schemes and occlusal wear: a 
correlational study in a young adult Saudi population (Jo- 
hansson et al). 1994;71:159-64 
Restoration of inadequate occlusal face height using resin 
bonded to etched metal removable prosthesis (Marei and El- 
Shimy). 1994;71:640-5 
Occlusal vertical dimension; see Vertical dimension 
Occlusion 
The effect of altering the vertical dimension of occlusion on bit- 
ing force (Prombonas et al). 1994;71:139-43 
A histologic comparison of the functional loading capacity of an 
occluded dense apatite implant and the natural dentition 
(Ogiso et al). 1994;71:581-8 
Lateral and protrusive contact schemes and occlusal wear: a 
correlational study in a young adult Saudi population (Jo- 
hansson et al). 1994;71:159-64 
Simplified procedure for making gold occlusal surfaces on den- 
ture teeth (Hansen et al). 1994;71:413-6 
Onlays; see Denture, overlay 
Operative dentistry 
Fixed prosthodontics and operative dentistry. 1994;71:1-12, 
119-32, 237-70, 333-58, 435-72, 552-67 
Osseointegrated implantation; see Implantation, endos- 
seous 
Osseointegration 
Development of implant soft tissue emergence profile: a tech- 
nique (Neale and Chee). 1994;71:364-8 
Overdenture; see Denture, overlay 


P 
Palatal obturators 


Obturator prosthesis conforming to movement of the soft pal- 
ate: a clinical report (Shimodaira et al). 1994;71:547-51 
Palate, soft 
Obturator prosthesis conforming to movement of the soft pal- 
ate: a clinical report (Shimodaira et al). 1994;71:547-51 
Partial denture, fixed; see Denture, partial, fixed 
Partial denture, removable; see Denture, partial, remov- 
able 
Permanent restoration; see Restoration, permanent 
Pins 
A new instrument for placement of self-threading retention pins 
(Podshadley and Chambers). 1994;71:429 (Tips) 
Plastics 
Displacement of border tissues during final impression proce- 
dures (Abdel-Hakim et al). 1994;71:133-8 
Polishing 
Effect of ultrasonic cleaning and air polishing on porcelain labial 
margin restorations (Vermilyea et al). 1994;71:447-52 
Flexural strength of feldspathic porcelain treated with ion 
exchange, overglaze, and polishing (Giordano et al). 
1994;71:468-72 
Surface roughness of two polished ceramic materials (Scurria 
and Powers). 1994;71:174-7 
Polyether 
Bond strengths between elastomeric impression materials and 
disinfected preliminary impressions (DeWald et al). 
1994;71:394-9 
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Polymerization 
Acrylic resin-fiber composite—part I: the effect of fiber concen- 
tration on fracture resistance (Vallittu et al). 1994;71:607-12 
Acrylic resin-fiber composite—part II: the effect of polymeriza- 
tion shrinkage of polymethyl methacrylate applied to fiber 
roving on transverse strength (Vallittu). 1994;71:613-7 
Effect of different polymerization techniques on dimensional 
stability of record bases (Elahi and Abdullah). 1994;71:150-3 
Polymerization shrinkage of composite resins: comparison with 
tooth deformation (Suliman et al). 1994;71:7-12 
Polymers 
Factors that affect the rheologic properties of acrylic resin den- 
ture base materials (Mutlu et al). 1994;71:186-91 
Polymethylmethacrylate; see Methylmethacrylates 
Polyviny] siloxane 
An in vitro study of a surface wetting agent for addition reaction 
silicone impressions (Robinson et al). 1994;71:390-3 
Porcelain 
Assessment of gingival margin thickness before margin place- 
ment (Kaiser and Hummert). 1994;71:325-6 (Tips) 
Effect of ultrasonic cleaning and air polishing on porcelain labial 
margin restorations (Vermilyea et al). 1994;71:447-52 
Flexural strength of feldspathic porcelain treated with ion 
exchange, overglaze, and polishing (Giordano et al). 
1994;71:468-72 
Fracture strength of full-contoured ceramic crowns and porce- 
lain-veneered crowns of copings (Ferro et al). 1994;71: 
462-7 
influence of water storage and thermal cycling on the fracture 
strength of all-porcelain, resin-bonded fixed partial dentures 
(Kern et al). 1994;71:251-6 
A matrix procedure for reproducing natural or carved tooth 
contours in porcelain laminate veneers (Berksun et al). 
1994;71:203-5 
Shear strength of composite bonded porcelain-to-porcelain in a 
new repair system (Berksun and Saglam). 1994;71:423-8 
Post and core technique 
Biomechanical considerations in restoring endodontically 
treated teeth (Assif and Gorfil). 1994;71:565-7 
Dowel space management in obstructed root canals (Dimashk- 
ieh). 1994;71:215-9 
Aone-appointment procedure for cast post and core restorations 
(Schneider). 1994;71:420-2 
Premolar 
Alveolar ridge changes in patients congenitally missing man- 
dibular second premolars (Ostler and Kokich). 1994;71:144-9 
Prosthesis retention 
Chemical etching solutions for creating micromechanical reten- 
tion in resin-bonded retainers (Conceicao et al). 1994;71:303-9 
Prosthodontics 
Biocompatibility of visible light-cured resin systems in pros- 
thodontics (Lefebvre and Schuster). 1994;71:178-85 
Denturists and oral health in the aged (MacEntee). 1994;71:192-6 
Economical slotted screwdriver made from old dental instru- 
ment for implant prosthodontics (Lima Verde and Morgano). 
1994;71:327-8 (Tips) 
Aone-appointment procedure for cast post and core restorations 
(Schneider). 1994;71:420-2 
Social and economic factors in prosthodontic practice and edu- 
cation (Tedesco and Garlapo). 1994;71:310-5 


R 
Radiation therapy 
Cone positioning device for oral radiation therapy (Mahanna et 
al). 1994;71:600-2 
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Radiography 
A diagnostic stent for endosseous implants to improve conven- 
tional tomographic radiographs (Lee and Morgano). 
1994;71:482-5 
Readers’ round table 
Letters. 1994;71:38-9, 224-5, 329-30, 544 
Remount cast; see Casting technique 
Removable partial denture; see Denture, partial, remov- 
able 
Removable prosthodontics 
Removable prosthodontics. 1994;71:13-22, 133-58, 271-88, 473- 
81, 568-80 
Research and Education 
Research and education. 1994;71:27-30, 165-96, 303-15, 387-408, 
511-31, 603-30 
Residual ridge resorption; see Alveolar ridge resorption 
Resins; see also Acrylic resins; Composite resins 
Biocompatibility of visible light-cured resin systems in pros- 
thodontics (Lefebvre and Schuster). 1994;71:178-85 
Chemical etching solutions for creating micromechanical reten- 
tion in resin-bonded retainers (Conceigao et al). 1994;71:303-9 
Custom impression trays. Part III: a stress distribution model 
(Moseley et al). 1994;71:532-8 
Influence of water storage and thermal cycling on the fracture 
strength of all-porcelain, resin-bonded fixed partial dentures 
(Kern et al). 1994;71:251-6 
A modified impression technique for implant-supported resto- 
ration (Assif et al). 1994;71:589-91 
Morphologic aspects of the resin-dentin interdiffusion zone with 
five different dentin adhesive systems tested in vivo (Ferrari 
et al). 1994;71:404-8 
Restoration of inadequate occlusal face height using resin 
bonded to etched metal removable prosthesis (Marei and El- 
Shimy). 1994;71:640-5 
Sandblasting and silica coating of a glass-infiltrated alumina 
ceramic: volume loss, morphology, and changes in the surface 
composition (Kern and Thompson). 1994;71:453-61 
Tensile bond strength of dental adhesive bonded to simulated 
caries-exposed dentin (Ehudin and Thompson). 
1994;71:165-73 
Restoration, permanent 
Effect of impression materials and techniques on the marginal 
fit of metal castings (Gelbard et al). 1994;71:1-6 
Effect of ultrasonic cleaning and air polishing on porcelain labial 
margin restorations (Vermilyea et al). 1994;71:447-52 
Effects of thermocycling, load-cycling, and blood contamina- 
tion on cemented implant abutments (GaRey et al). 1994;71: 
124-32 
Longitudinal clinical evaluation of fiber-reinforced composite 
fixed partial dentures: a pilot study (Altieri et al). 
1994;71:16-22 
A modified impression technique for implant-supported resto- 
ration (Assif et al). 1994;71:589-91 
A one-appointment procedure for cast post and core restorations 
(Schneider). 1994;71:420-2 
Performance of a glass ionomer luting cement over 8 years in a 
general practice (Metz and Brackett). 1994;71:13-5 
Restoration of inadequate occlusal face height using resin 
bonded to etched metal removable prosthesis (Marei and El- 
Shimy). 1994;71:640-5 
Seven-step tooth preparation for a gold onlay (Gassiraro). 
1994;71:119-23 
Thermal protection for sensitive teeth during tooth preparation 
(Lynde and Hum). 1994;71:324 (Tips) 
Retainer 
Chemical etching solutions for creating micromechanical reten- 
tion in resin-bonded retainers (Conceig&o et al). 1994;71:303-9 
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Retainer—cont’d 
Multivariate analyses of factors influencing the longevity of 
fixed partial dentures, retainers, and abutments (Palmqvist 
and Séderfeldt). 1994;71:245-50 
Retention; see Denture retention 
Retention pins; see Pins 
Root canal; see Dental pulp cavity 
Rotational path design 
Rotational path partial denture design: a 10-year clinical follow- 
up—Part I (Jacobson). 1994;71:271-7 
Rotational path partial denture design: a 10-year clinical follow- 
up—-Part II (Jacobson). 1994;71:278-82 
Rubber 
Combination stone and resilient material for removable 
partial denture remount cast described and compared with 
two other remount cast procedures (Billy and Shotwell). 
1994;71:417-9 
Effects of RTC-silicone maxillofacial prosthetic elastomers on 
cell cultures (Polyzois et al). 1994;71:505-10 
A quick method for boxing complete denture elastomeric 
impressions (Ansari). 1994;71:646-8 


Sealants 


Effect of impression materials and techniques on the marginal 
fit of metal castings (Gelbard et al). 1994;71:1-6 
Self-threading pins; see Pins 
Shear bond strength; see Bond strength 
Shrinkage 
Acrylic resin-fiber composite— part II: the effect of polymeriza- 
tion shrinkage of polymethyl methacrylate applied to fiber 


roving on transverse strength (Vallittu). 1994;71:613-7 
Polymerization shrinkage of composite resins: comparison with 
tooth deformation (Suliman et al). 1994;71:7-12 
Silica 
Sandblasting and silica coating of a glass-infiltrated alumina 
ceramic: volume loss, morphology, and changes in the surface 
composition (Kern and Thompson). 1994;71:453-61 
Silicone elastomers 
An assessment of the physical properties and biocompatibility 
of three silicone elastomers (Polyzois et al). 1994;71:500-4 
Effects of RTC-silicone maxillofacial prosthetic elastomers on 
cell cultures (Polyzois et al). 1994;71:505-10 
- The efficacy of antifungal agents incorporated into a facial 
prosthetic silicone elastomer (Pigno et al). 1994;71:295-300 
Physical properties of three maxillofacial materials as a function 
of accelerated aging (Dootz et al). 1994;71:379-83 
A quick method for boxing complete denture elastomeric 
impressions (Ansari). 1994;71:646-8 
Silicones 
The effects of sterilization on addition silicone impressions in 
custom and stock metal trays (Olin et al). 1994;71:625-30 
An in vitro study of a surface wetting agent for addition reaction 
silicone impressions (Robinson et al). 1994;71:390-3 
Silicone putty diagnostic casts for edentulous patients wearing 
complete dentures (McCartney et al). 1994;71:220-1 
Soft palate; see Palate, soft 
Soldering 
Evaluation of soldered connectors of two base metal ceramic al- 
loys (Lima Verde and Stein). 1994;71:339-44 
Midpontic soldering of the modified sanitary pontic (Foerster et 
al). 1994;71:431 (Tips) 
Spacers 
Effect of increasing cement space on cementation of artificial 
crowns (Wilson). 1994;71:560-4 


Splints 
A comparative prospective study of splinted and unsplinted 
Branemark implants in mandibular overdenture therapy: a 
preliminary report (Naert et al). 1994;71:486-92 
Stains and staining 
Removal of enamel surface stains using a new material (Papa- 
kiritsis). 1994;71:539-40 (Tips) 
Stents 
A diagnostic stent for endosseous implants to improve conven- 
tional tomographic radiographs (Lee and Morgano). 
1994;71:482-5 
Use of nonconductive tubing for nasal stent fabrication (Lemon 
et al). 1994;71:301-2 
Sterilization 
The effects of sterilization on addition silicone impressions in 
custom and stock metal trays (Olin et al). 1994;71:625-30 
Stomatitis, denture 
Use of a new assay technique for quantification of antifugal ac- 
tivity of nystatin incorporated in denture liners (Truhlar et 
al). 1994;71:517-24 
Stone 
Combination stone and resilient material for removable partial 
denture remount cast described and compared with two other 
remount cast procedures (Billy and Shotwell). 1994;71:417-9 
Streptococcus mutans 
Irreversible hydrocolloids: a comparison of antimicrobial effi- 
cacy (Cserna et al). 1994;71:387-9 
Stress 
Custom impression trays. Part III: a stress distribution model 
(Moseley et al). 1994;71:532-8 
Effect of cantilever length on stress transfer by implant- 
supported prostheses (White et al). 1994;71:493-9 
Mechanics of tensile and shear stress generation in fixed partial 
denture retainers (Seaton). 1994;71:237-44 
Surface roughness 
Surface roughness of two polished ceramic materials (Scurria 
and Powers). 1994;71:174-7 


T 
Technology 
Dental technology. 1994;71:31-6, 197-221, 316-23, 409-28, 532-8, 
631-48 
Templates 
Segmental framework matrix: master cast verification, corrected 
cast guide, and analog transfer template for implant-sup- 
ported prostheses (McCartney and Pearson). 1994;71:197-200 
Temporomandibular joint syndrome; see Craniomandib- 
ular disorders 
Tensile bond strength; see Bond strength 
Thermal cycling 
Influence of water storage and thermal cycling on the fracture 
strength of all-porcelain, resin-bonded fixed partia! dentures 
(Kern et al). 1994;71:251-6 
Tips from readers 
Tips from our readers. 1994;71:324-8, 429, 539-42, 649 
Tissue compatibility; see Biocompatibility 
Titanium 
Early histologic response to titanium implants complexed with 
bovine bone morphogenetic protein (Yan et al). 1994;71:289-94 
Tomography 
A diagnostic stent for endosseous implants to improve conven- 
tional tomographic radiographs (Lee and Morgano). 
1994;71:482-5 
Transverse strength; see Bond strength 
Tray 
Custom impression trays: Part I—mechanical properties (Breed- 
ing et al). 1994;71:31-4 
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Tray—cont’d 

Custom impression treys. Part II: removal forces (Dixon et al). 
1994;71:316-8 

Custom impression trays. Part III: a stress distribution model 
(Moseley et al). 1994;71:532-8 

Displacement of border tissues during final impression proce- 
dures (Abdel-Hakim et al). 1994;71:133-8 

The effects of sterilization on addition silicone impressions in 
custom and stock metal trays (Olin et al). 1994;71:625-30 

A full-arch interocclusal impression tray to eliminate lack of 
coverage and tendency to distort (Getz et al). 1994;71:631-9 


U 
Ultrasonics 
Effect of ultrasonic cleaning and air polishing on porcelain labial 
margin restorations (Vermilyea et al). 1994;71:447-52 


Vv 
Veneers 
Finite element analysis estimates of cement microfracture un- 
der complete veneer crowns (Kamposioraet al). 1994;71:435-41 
Fracture strength of full-contoured ceramic crowns and porce- 
lain-veneered crowns of copings (Ferro et al). 1994;71:462-7 
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Veneers—cont’d 
A matrix procedure tor reproducing natural or carved Luvt 
contours in porcelain laminate veneers (Berksun et al). 
1994;71:203-5 
Vertical dimension 
A diagnostic craniometric method for determining occlusal ver- 
tical dimension (Chou et al). 1994;71:568-74 
The effect of altering the vertical dimension of occlusion on bit- 
ing force (Prombonas et al). 1994;71:139-43 
A histologic comparison of the functional loading capacity of an 
occluded dense apatite implant and the natural dentition 
(Ogiso et al). 1994;71:581-8 
Restoration of inadequate occlusal face height using resin 
bonded to etched metal removable prosthesis (Marei and El- 
Shimy). 1994;71:640-5 
Vinyl] polysiloxane 
Bond strengths between elastomeric impression materials and 
disinfected preliminary impressions (DeWald et al). 
1994;71:394-9 


WwW 
Waxes 
Crown pattern waxes: a study of their behavior on heating and 
cooling (Kotsiomiti and Kaloyannides). 1994;71:511-6 


